ST.  MARY  S  CATHOLIC  CHURCH 


Georgetown,  S.  C. 
Located  in   the   center  of  Historic   Georgetown  and 
built    around    1899.     The    beautiful    church    is  noted 
for  its  Munich  stained  glass  windows. 
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